MBTA Project Number R17CNO6 
Quincy Bus Maintenance Facility 
Trade Subcontractor Contractor Prequalification 
SOQ Responder List 


Trade Subcontractor Address City/Town State ZipCode Trade 


Dagle Electrical Construction Corp. 68 Industrial Way Wilmington MA 01887 Electrical 
Fischbach and Moore Electric Group LLC 60 Tenean Street Boston MA 02122 Electrical 


J.F. White Contracting Company 10 Burr Street Framingham, MA MA 01545 Electrical 
McDonald Electrical Corporation 72 Sharp Street Hingham, MA MA 02043 Electrical 
Wayne J. Griffin Electric Inc. 116 Hopping Brook Road Holliston, MA MA 01746 Electrical 


